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an acre of filter beds for from 10,000 to 20,000 persons.   Rates
of filtration twice as great as this are claimed in some cases.

The following table compiled by Mr. George W. Fuller,* from
reports of the Massachusetts State Board of Health, gives the
performance of experimental percolating filters at Lawrence,
Mass. These filters, and the method upon which they were
worked, do not represent the best practice for percolating filters
at the present time.

* Transactions Am. Soc. C. E., International Engineering Congress, 1904,
Vol. LIV, Part E, p. 192.
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